IP.I.

3~phase,
60Hz,

5 pin rec-
eptacle,
115 vac

|b. Absorp-
tion type,

Ikw peak
power

c.  1kHz +_
25 Hz

d.  Manual,
COAC, and
STC

Module 5-1

Lesson Topic 5-1-2

The description and operation section of a
HIM provides figures that depict tne major

units that make up the system.

Refer to section II of the HIM.  List the
nomenclature for each of the major units,

6-10, as indicated in the illustration on the
following page.

6.

7.

8.

9.

10.

23 providing data which specifies
